EVAPORATING,   DISTILLING  AND   CONDENSING.
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time as the shells. This allows perfect circulation and makes an
absolutely safe jacket kettle. All sizes except the one-, four- and
ten-gallon, which are flat bottom, are tested to 150 pounds hydro-
static pressure; these to 100 pound. Any size to stand higher pres-
sure to order.

One might think that, because of cast iron, these kettles are easily
cracked and not safe for high steam pressure. However, this is not
the case, as, through the patented stay bolt construction, the unsup-
ported area is governed at will. These kettles have been in actual
successful use for years in the hardest kind of kettle service.

Fin. 245.    DOPP'S SHAM LESS STKAM JACKETED KETTLE.
Outlets for contents are furnished with these kettles in various
sizes and styles; special designed outlets are supplied, if it is neces-
sary to have the inside of the kettle flush for preventing the pock-
eting of any of the material.
Bracket Ings for attaching agitators and mixers are regularly fur-
nished with these kettles on 65-, 80- and ico-gallon sizes. Separate
lugs are carried in stock by this firm, so that any size kettle can be
equipped with a bracket lug on order, or, if it is so desired and time
will permit, any size can be originally cast with this lug.
Kettles of one-gallon capacity are supplied on fixed legs; 4- to
125-gallon capacity on removable legs, as shown in the cut. All